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Problem 

In Model I VEHSAFILES, a subscript out of range error or BS error can 
occur. 


Solution 

The problem can be corrrected by following the steps listed below. 

1. Backup the diskette(s) and make the changes on the backup copy of the 
program. 

2. In BASIC load the program by typing LOAD"VERSA''. 

3. Make the following corrections: 

CHANGES (Retype the line or refer to the Edit section of your owners 
manual) 

Old Line: 110 CLEAR8000 
New Line: 110 CLEAR 13000 

Old Line: 120 DEFSTRA,B,C,D,E,F,K:DEFSNGL,X,Y,Z:DIME(80),Y(80),A(25) 

New Line: 120 DEFSTRA,B,C,D,E,F,K:DEF^TL,X,Y,Z:DIME(200) ,Y(200) , 
A(25)iK(25) 


4. Type SAVE''VERSA'' to save the changes in the program. 

5. At TRSDOS Ready, make a BACKUP copy of the corrected diskette. 






















